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AGENDA 


• Introduction 

• Project Objectives 

• Overview of Existing Conditions Inventory 

• Break-out Group Exercise 

• Existing strengths, weaknesses, opportunities 

• Vision for streetscape improvements 

• Report Group Findings 

• Three biggest existing issues 

• Top items for Vision 

• Next Steps 
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BREAK-OUT GROUP EXERCISE 


• Existing strengths, weaknesses, opportunities 

• Vision for streetscape improvements 


REPORT GROUP FINDINGS 


• Three biggest existing issues 

• Top themes/elements to include in a project Vision 


NEXT STEPS 


• Finalize existing conditions inventory 

• Public walk of the corridor 

• Develop Draft Concept Plan Alternatives 

• Save the Dates: 

• Walk-Shop May 5 th 

• Second Public Meeting June 16 th 


